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NAte: Blank spaeesare nA( peririited If any Item is nat applicable ar no Inbmniion is available, the space itiisi be marked lo Indicaietliai 


klenlily (As Used on Label and List) 

GP23A 

P«ii1 Niunbcr 

Section 1- Information of Manufacturer 

Manufactarer's Name 


GP Batteries IniemaCional Ltd. 


Address (Number, Street, City, Stare, and ZIP Code) 


Section H - Hazardous Ingredients/Identity Information 

Haznrdous Componeiiis: 

Descr i pt ion : A pprax im a» % o t* to in ) ci gh i 


iraiiganese dir 

ixide 

no 

Wt"/: 

.■inc 


5.2 

Wr'ii. 

mercury 


n.i? 


lead 


0.0028 

Wt% 

cad mum 


Nil 


sodium hydro 

xide and potassium 

65 


hydroxide mixture, 30-35% soliilioii 




Section III - Physical/Chemical Characteristics 


Form 

N A. 

Specific Gravity (H20=l) 

K A 

point 

N A. 

Melting Poi nt 

Vapor Pressure fmnHg) 

N.A. 

Evaporation Rate 
(Butyl Acetate ~l) 

N.A. 

Vapor Densiiy (AIR =1 ) 

N.A. 

pH 

N A. 

Solubility in Wnter 

N.A. 

Appearance and Odor 

N.A, 

Section IV - Hazarid classification 

N.A. 

Section V - Reactivity Data 


Stability 

Unstable 

r^onditions to A void 

Yes = (X| 

( ) 



Stable 



( X ) 



liicoirpatibility (Mnterials to Avoid) 


iidtardous Decon^osition orDyproduci? 


When heated, battery may emit hazardous vapour of KOPt/NaOH and Hg 


Hazardous | 

May Occur 

CTonditians to A void 

reactions 

( ) 


Yes = ( X ) 

Will Not Occur 



( X ) 
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Section VI - Health Hazard Data 

Rmitc(s) ofEiilry Yes = ( X ) liilialatioti? Skin? Iiigcsiion ’ 

(NA.) (N.A.) (N.A. ) 

tienifli HnzjircM Acute niid Chiomc ) ! Toxicoln^ica) itifocmaiion 


In case of electrolyte leakage, skin will be itchy when contaminated with electrotyte. 


Section VII - First Aid Measures 

Fiisi aid I’roccrtutes 


If electrolyte leakage occurs and makes contact with skin, wash irninediately. 

If electrolyte comes into contact with eyes, wash with copious amounts of water for fifteen 

minutes, and contact a physician, 

Section VIII - Fire and Explosion Hazard Data 

t-bsli I’liim (Mctluid Used) Isjniiinii leiqi. Flamiiiahle Limits I. EL L'EL 

N A. N.A S' A. N'.A. N.A. 

Lxtdiguslini^ Media 

N.A 

Special Fire Fij;lumg IVocedures 
N.A. 

Utiu.sual Fire anti Explosion Hazards 

Do not dispose of battery in flue - may explode. 

Do not short-circuit battery • may cause bums. 

Section IX - Accidental Release or Spillage 

Steps TO De I aken in Case Material is Released or Spilled 


Batteries that are leaking should be handled with rubber gloves. 
Avoid direct contact with electrolyte. 
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Section X - Handling and Storage 

Safe liandliikg nnd storage advice 


The battery is extremely sensitive to adverse effects of humidity. Be sure to store them in a 
place which is di-y and subject to littte temperature change. Do not place near the boiler or 
radiator, nor expose to direct sun light. Do not dispose of the banery in fire. Do not charge 

thebatteiy. Do not short-circuit the battery. Do not put in backward position. Do not 
store in disorderly fashion, or allow metal objects to be mixed with stored batteries. Do not 
disassemble the battery, handling in such manner can cause the battei-y to explode, leak and 
injiiry. 


Section XI - Exposure Controls / Personal Protection 


Occiipalfonal Expusiirc Liiniis : 

LTEP 

STEP 




N A, 


N.A 

Respiraiory Prdlettion (Sp«ily 1 ype) 






N.A. 



Ventilation 

LoenJ Exhausts 

N.A. 

Special 

N.A. 


Mddi;iiiical(Ocncr;il) 

N.A. 

Ollier 

N A. 

Proreciivc Cilovi 


N.A. 

Eye Prelection 

N.A 

Otlicr Prclectivt 

CIrttliiMg or Equipmem 

N.A. 



Wi.rk/HysciiicP 

rncNces 

N.A. 




Section XII - Ecological Information 


N.A. 


Secition XIII - Disposal Method 


N.A. 


Member 
Gold PeakGroup 
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